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SUBJECT: FUEL FOR TARAPUR NUCLEAR POWER REACTOR. 

REF: STATE 226521 

1. SETHNA INFORMED OF NRC APPROVAL OF TARAPUR FUEL 
LICENSE BY NRC COMMISSIONER KENNEDY, ACCOMPANIED BY 
KRATZER. HE WAS MOST PLEASED BY THIS DEVELOPMENT. 

2. FOR BENGELSDORF AND HOYLE, OES, FROM KRATZER: 
GREATLY APPRECIATE YOUR EFFORTS IN CONNECTION NRC 
CONSIDERATION ON THIS LICENSE, WHICH I UNDERSTAND 
WERE EXTREMELY EFFECTIVE. TAPE 
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